August 28, 1942 


ADVERTISEMENTS" 


ADVERTISEMENTS for in the 
Friday’s issue are accepted up to First post on 
ane y, at Dorset House, Stamtord Street, London, 


bes CHARGE for advertisements in this section 
2/- a line (approx. 8 words) insertion, 
lines 4/-, or for display ai vertisements 
30/- per “yay with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional of 6d. for of replies. 
SITUATIONS W. ions under 
this heading can poy obtained for the price of two 
if ordered and prepaid with the first insertion. 


ELECTRICAL REVIEW 


Original testimonials should not be sent with applications po employment. 
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REPLIES TO advertisements published under a 
Box Number if not to be delivered ‘ to any particular 
firm or individual hee be accompanied by instruc- 
tions to this effect, addressed to the Manager of the 
ELECTRICAL REVIEW: Letters of applicants in 
such cases cannot be returned to them. The name 
of an advertiser using a Box Number will not be 
disclosed. 4 replies to Box Numbers should be 

addressed to the Box Number in the advertisement, 
bi ELECTRICAL REVIEW, Dorset House, Stam- 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be made payable rs ELECTRICAL 
REVIEW LTD. and 


SITUATIONS VACANT 
COUNTY BOROUGH OF WARRINGTON 


Electricity Department 


PPLICATIONS are invited for the position of 
SWITCHBOARD ATTENDANT at the Corporation's 
selected Generating Station. 

The appointment is a permanent one, and the wage is 
in accordance with the District Council No. 3 N.W. Area 
Schedule, 2s. 23d. per hour, including war bonus. 

Applications, stating age and full particulars of Tech- 
nical Training and practical experience, together Narn two 
copies of recent testimonials, to be forwarded to the 


undersigni 
NORMAN T. SMITH, M.1L.E.E., 


Borough Electrical Engineer. 
Electricity Department, 
Howley, 


Warrin: 2410 


ELECTRIC WELDING ENGINEER AND MANAGER 


Required by a Large Manufacturing Company 


PPLICANTS must have the necessary technical 

education and training and experience of 

Are and Resistance welding of ferrous and non-ferrous 

metals and its practical application to all branches of the 

engineering industry, also inventiveness, initiative and 

commercial experience essential, and to take charge of and 
develop the department. 


Write, giving full particulars, stating age and salary 


required, to—Box 2407, c/o The Electrical Review. 


ASSISTANT Sales Engineer for essential works engaged 
on_ large-scale manufacture of electric motors and 
electric drive units for machine tools. Reserved occupation. 
Full details of age, qualifications, training, experience and 
salary required to—Box 2414, c/o The Electrical Review. 
NGINEERING Research and Development Engineer. 
A large industrial undertaking covering one of the 
most important fields in engineering science requires at 
once the services of a _highly-qualified engineer to take 
complete — of the Renarch Departments and to direct 
the research and development programme. Candidates 
should have a high engineering degree, and have wide 
experience in original research and commercial develop- 
ment. The work involved is connected with vital 
Government contracts and the company is of considerable 
pre-war standing, having for 25 years taken a lead in all 
new projects in the industry. Only applications from 
candidates possessing the highest qualifications will be 
considered. The position carries a high salary.—Box 2362, 
c/o The Electrical Review. 
PRODUCTION Manager required by important engineer- 
ing company employing approximately 2,000 hands, 
with factories in Home unties, wholly engaged on 
Government work. Applicants should have held similar 
appointment, and had control of machine shop and assembly 
of light engineering, radio or electrical SS The 
position carries adequate remuneration and good post-war 
prospects. Applicants must give full details of past 
experience, stating age and salary required, to—Box 2408, 
c/o The Electrical Review. 


GTOREKEEPER wanted, preferably with experience of 
electrical contracting materials. Apply—Central 
a Electricity, Ltd., Electra House, Haywards — 


P[MECHENICAL Manager required with administrative 

knowledge. Permanent and with post-war — 
ties. Experienced with estimating for local councils and 
ministry electrical contracts essential. Apply in writing, 
giving full details, to—Norwest, 1 Edgwarebury Lane, 
Edgware, Middlesex. 2426 


APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed that 
successful applicants are left in ionmeese of the fact that 
the position applied for has been filled, may we suggest 
—~ a notify us to that effect when they have 

ecision. We will then insert a notice free 
of of charge under this heading. 


SITUATIONS WANTED 


ELECTRICAL Engineer, B.Sc., A.M.I.E.E., switchgear, 
protective gear, distribution. Good general man 
capable of attacking new problems. Aptitude for design. 
” years’ experience.—Box 8075, c/o The Electrical 
eview 
LEcTRICAL Manager and Supervisor, at present con- 
trolling staff of 35. Age 45. Substantial experience 
all systems contracting. Air Ministry, civil defence, boro’ 
council connection. Theoretical training. _ Practical ex- 
perience mercury arc rectifiers, substation installations, etc. 
High references.—Box 8091, c/o The Electrical Review. 
LECTRICIAN- Wireman seeks situation, all systems, 30 
years’ experience, can take charge. West of England 
preferred.—H., 55, Victoria Road, Exmouth, 8S. i 


ENGINEER. A.M.I.E.E., A.M.I.A.E., seeks as 
representative or service engineer. "—Box 808 9, c/o 
The Electrical Review. 
Eye EER, 45, University degree, requires post as 
chief of maintenance or managerial position in London 
area for mid-September. First-class technician with wide 
experience in factory layouts, planning, modern develop- 
ments.—Box 8092, c/o The Electrical Review. 
TOREKEEPER, with 30 years’ experience of lighting 
accessories, cable, conduit fittings, switchgear, etc., 
would like to hear from reputable manufacturers or whole- 
salers interested.—Box 8086, c/o The Electrical Review. 


FOR SALE 
WATER TUBE BOILERS IN STOCK 


Que 35,000 Ibs. evaporation, a Ibs. 
Two 25,000 
Two 12,000 
One 12,000 
One 5,000 
One 4,000 


We instal complete, including brickwork. 

Pumps, Piping Valves, Generating Sets and Motors in 
stock. Please send us your enquiries; we can give 
immediate delivery. 

BURFORD, TAYLOR & CO., LTD., 

Boiler Specialists, Middlesbrough. 

Telephone, Middlesbrough 2622. 
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GEORGE COHEN, SONS & CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, W.12. 
Telephone: Shepherds Bush 2070. 


STANNINGLEY, NEAR LEEDS. 


Telephone: Pudsey 2241. we 


METROPOLITAN BOROUGH OF HACKNEY 
Electricity Department 


[HE Borough Council invite offers for the purchase of 
the machinery described hereunder :— 


Four 1,000-kVA ‘“* Berry,’’ single-phase, oil-immersed, 
self-cooled Transformers, but without oil, suitable for 
50-cycle service and ratio 6,070/3,460 volts, with tappings 
on the high-pressure side at 5,925 and 5,780 volts. 
Arranged for Star-Star connection ‘and fitted with tertiary 
winding. 

The Transformers can be viewed by arrangement with the 
Borough Electrical Engineer, 18/24, 3 Clapton Road, 
Loi ton, E.5. Telephone: AMHERST 2361. 


2412 


FOR SALE 


IRANSFORMER Brush Electrical, 3-phase, 
11,000/5,500 volts H.T., 400 volts L.T., 300/150 
kVA, 50/25 cycles, serial number 2225/5. 
Transformer by G.E.C., air-cooled, 3-phase, 150 kVA, 
10,750/400 volts, 50 cyclés, 8.05/217 amps. 
Full details reference A.26, 


COX & DANKS, LTD., OLDBURY, BIRMINGHAM. 
Telephone: Bro. 1611. 2427 


BURDETTE & CO., LTD. 
Stock 


Reconditioned A.C. and D.C. Motors and Starters Equal 
New. 


STONHOUSE STREET, CLAPHAM, §.W.4. 


Day and night service. MACaulay -, 


ELECTRIC PAD AND BLANKET 
REPAIRS 


FOR PROMPT AND SKILLED 
ATTENTION 


SEND TO 
- THERMOLECTRICS, LTD., 
11, COPSE HILL, WIMBLEDON, 
Phone, Wimbledon 2728. 


$.W.20. 
34 
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MOTOR GENERATOR SETS 


| to customers’ of available new and 
ey many in stock at Wembley: ion 
invited. Please send us your enquiries——-we can help you 
to save time. 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK. 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 


Phone: Northern 0898. 


400-VOLTS, 3-PHASE, 50-CYCLES FERGUSON & 
PAILIN SHEET STEEL SWITCH CUBICLES 


-amp. to 300-amp. sizes, also B.B. Coupler and 
2,000 Lighting Cubicles. AS NEW. 
ALSO 
SWITCHBOARD, to one '300- and 
two 225-kVA Alternators. NEW. 


200 7. S70 SECONDHAND RE-USABLE CABLE, 
3-core, .3 P.I.L.C., D.W.A. on Drum, and many short 
lengths of other sizes. 


MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 


GRICE STREET, WEST BROMWICH. ‘ 


ELECTRIC MOTORS & DYNAMOS 


E hold one of the largest stocks of New and Second- 
hand Motors. Secondhand machines are thoroughly 
—— Inspection and tests can be made at our 


For Sale or Hire. Send your enquiries to :— 
BRITANNIA MANUFACTURING CO., LTD., 
22-23 BRITANNIA STREET, 

CITY ROAD, LONDON, N.1. 


Telephone: 5512-3 Clerkenwell. 13 


NEWMAN INDUSTRIES, LTD., YATE, BRISTOL, 
FOR ELECTRICAL PLANT OF ALL KINDS. 


24 


A.C. ELECTRIC MOTORS 
400 v., 3-ph., 50 cycles. 


00 
100 ,, 585 Brush Elec. Co., 2 wal ” 
All complete ‘with Ellison Starting G: 
GREENHALGH BROS., 


Burton’s Field Mill, Atherton. Phone 117. anes 


A‘ Generator Set, 150 kW, 440 age 


C., direct-coupled to 6-cyl. vert. 
on bed, recently overhauled.—Box 2417, c/o The 
Review 
.C. Diesel Set, 15 kVA, 400-3-50, like new.—Box 2415, 
c/o The Electrical Review. 


| 
j 
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.C. and D.C. House Service Meters, all sizes, quarterly 
Pay i prepayment, reconditioned, guaranteed one year. 
Repai d_recalibrations. Victa Electrical Co., 47, 
High Street, S.W.11. Tel. Battersea 0780. 19 
.C. and D.C. Motors, all sizes,- large stocks, fully 
guaranteed.—Milo Engineering Works, Milo Road, 
East_ Dulwich, s E.22 (Forest Hill 4422). 
— Cables, all sizes quoted for; good deliveries 
gainst Government contract —Edwardes 
Bros., 50, Blackfriars Road, London, S.E.1 80: 
ALTER NATOR, kW, 220/ 260/300 volts, 1/50, 
1,000 revs., with exciter for ena purposes.—J. 
Gerber & Co., Ltd., Wembley, Middles 2418 
MERICAN Steam Turbines unused, ‘500 watts, D.C., 
24-32-110 volts, complete. —Box 2416, c/o The Elec- 
trical Review. 
glish Cables, all standard sizes 1/.044 up to 
127/. 103, good deliveries against Government_con- 


tract “Edwardes Bros., 20, Blackfriars Road, 
.E.1. 8097 
USH A.C. Turbo-Generator for sale, capable of 


gt 1,000 H.P., 750 kW, 400 volts, 3,000 
revs., 3-phase, 50 cycles. Surface-Condenser, Circulating 
etc. In good condition.—Milnrow Spin- 
(1920), Ltd., Milnrow, 


Balancing Machines, production type, in two 
sizes, to accommodate electric rotors, etc., weighing 
up to 11 lbs. and 100 lbs. respectively. ‘Available from 
Sliema Ltd., River Place, Essex Road, Lond 


ndon, 

2411 
YNAMO for Sale, 48 amps., 210/310 volts, 850 revs. 
—Sir Benjamin Dawson, Bart., Nun-Appleton, be 


FLEXIBLE Cords and Cables of all sizes and con 
supplied from stock. State requirements.—Box 8050, 
c/o The Electrical Review. 

OR _ 105-kW Crompton Dynamo, 220 v. D.C., 
560 r.p.m., compound, three-bearing machine.— 
fe, Wilson & Co., Ltd., Bishop’s Stortford. 23 
OR Sale, 250-H.P. Horizontal Crude Oil Engine, slow 
speed, by National Gas & Oi a 

rye, Wilson & Co., Ltd., 
NSTRUMENT and Resistance Wires, Searchlights Po 
or hire), T.R.S. and other Cables, surplus Lamp Bulbs, 
Carbon Rods, Ebonite, Fibre, Erinoid, Porcelain House- 
wiring and other Cleats, Reels and Knobs, Mirrors, — 


Economisers, and_10-tube sections. 


mediate del Enquirj solici 

LA®6E quantity 10-amp. D.P. ironclad D. & S. Fuses, 
extra Bros., 20, Blackfriars 


London, 8.E 
LAS ilies 16mm. and 11mm. solid and cored 
Lamp Carbons, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London, S.E.1. 8099 
L-= 84” bench type, B.G.S.C., with chuck, etc., 
new, £26, or exchange Electrical “Accessories, Cables, 
Flexibles, etc.—C. Turner, Whet:tone, Leicester. 
Narborough 3261. 
EAD-covered and Armoured Cables, P.I. and V.I.R. 
various special lines at low . —Edwardes 
20, Blackfriars Road, London, 8100 
ONOMARK. London address. Letters 
redirected. 5s. p.a. Write—BM/MONO53, W.C.1. 43 
MOTOR Gen.. 6,500/3/50, 220 v., 360 a.; also quan: 
tity of new C.I. Bells, 6” gong, 8-12 v. A.C. and 
D.C.—Box 2368, c/o The Electrical Review. 
OTOR Generator Sets and Convertors, all sizes and 
voltages from 4 kW up to 500 kW in stock.— 
Britannia Manufacturing Co., Ltd., 22/26, Britannia Walk. 
City Road, London, N.1. Telephone, Clerkenwell 5512, 
5513 and 5514. 


Phone, 
8087 


28 
NAMEPLATES, Engraving, Diesinking, Stencils, Steel 
punches.—Stilwell & Sons, Ltd., 153, Far Gosford 
Street, Coventry. 14 
ORCELAIN Insulators and Spindles, also Cleats, 
cheap.—Edwardes Bros.,, 20,. Blackfriars 
London, 8.E.1. 8101 
UMPS for Sale. Centrifugal Pump, direct-coupled to 


electric motor, 4,000 galls. per hour, total head 75 ft.. 


complete with 7-h.p. motor, 440 volts, 3- phase, 50 cycles, 
3,000 r.p.m., with Star/Delta starter. 
h 


One similar set, 
ad 100 ft., complete with 
hese 


S. Beil & Co., a8, Tangier Street, Whitehaven. 


ELECTRICAL REVIEW 


near le. 
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OTARY Converters in stock, all sizes; enquiries 
ndon. 
INGLE core V.ILR. Braided Flexible, heavy 
carry 24 amps., cheap.—Edwardes Bros., 20, Black- 
friars Road, London, S.E.1. 8102 
MALL House Petrol-Generator Plant for disposal, 110 v. 
D.C., 1,000 watt capacity, complete with batteries 
one td — at site, £85.—Universal, 221, City Road, 
on. 
PECIAL Offer, 37/.064 Twin C.T.S. — 300-yard 
len also quantity 7/.044 and 7/.064 single 
i. —Edwardes Bros., 20, Blackfriars Road, 


Sire Time Checking and Job Costing Time Recorders 
(all makes) for quick cash sale. Exceptional con- 
. _Write—Box 528, Smiths, 100, Fleet Street. 
London, E.C.4. 31 
.R.S. Cables and Flexibles supplied to M.O.S. require- 
ae —Edwardes Bros., 20, Blackfriars Road, 
London, S.E.1. 8104 
IRANSFORMERS up to 10 kVA. Shrouded conduit 
entry, tank or open tpye. Quick delivery.—Woden 
Transformer Company, Thornley St., Wolverhampton. 12 
tons of new a V.1.R. Cable, ,153/.072, 50-ft. 
lengths, 600 am 00-kW ‘* Allen *’ Turbo-Generat- 
ing Set, 220/250 D. é 250-kW Motor por 
6,600/3/ 50, 440/550 volt D.C.—S 
mn & Sons, Fort Road, Seaforth, Liverpool, ne me 
400/3/ 50, 480-revs., S.R., pipe-ventilated, 
three-bearings Met.-Vickers, with sw: witchgear.— 
Greenhalgh Field Mill, Atherton. 
3-H.P. Motors for sale, 200/250 volts, 50 
cycles, ‘850 m., spigot mounting.—Box 36, 
c/o The Electrical Rey 
5OrW Browett Steam Set, 220 volts D.C.; 300-kW 
Belliss, 480 volts D.C.; 60-kW Allen Crude Oil 
+ Set, 220 volts D.C.; 74-kW Ruston Crude Oil Set, 110 
ts Harry H. Gard Staines. 30 
Electric Motors, Dynamos, Transformers, Con- 
ne etc., etc. at low — C. Bilsby, 
A.M.I.C.E., M.LE.E., Langley, near 
Birmingham. Broadwell 21 
50073 Megger for sale.—Box 8082, c/o The Elec- 


1, Motor Generator Plant for sale, 
6,600/3/50c. input, 460 D.C. 
221, City Road, E.C.1. 


ARTICLES WANTED 


UTOMATIC Kohler Sets, 800-2,000 watt, 110 vuit, 
urgently required.—Box 2419, c/o The. Electrical 


Review. 

. Alternator, 120 kW, 346 alternatively 
: 380/400 volts, 3-phase, 50 cycles, with 220-volts, 
single-phase ng speed 260 r.p.m., or would consider 
any other Ep pe or belt drive, complete with control gear 
or any part of control weer available. Quote full —— 
lars for guaranteed machine delivered nearest docks for 
—-. .—Hendron Bros. (Dublin), Ltd., Broadstone, 


blin. 2409 
ANTED, Rotary Converters, any size.—Universal, 
221, City Road, London, E.C.1. 22 


WORK WANTED AND OFFERED 


wish to contact firm able to 
nsformers and Chokes in various up, fo 

20 “va low tension air cooled.—Box 8095, c/o /o The lec- 
Inquiries invited for 


trical Review. 
RC Welding capacity available. 
essential work. _Arc welding equipments supplied, 
delivery seven days.—Box 8094, c/o The Electrical Review. 
APMATURE Winding a erg —Kingsland Electric 
. Service, 111 Clarence Road, E AMH. 4166. 8093 
EPAIRS to Stop-Watches, elon Comparator 
Time-Measuring Instruments, etc. First-class 


auges, 
workmanship Cy under highest technical su ision.— 
Arthur Saunders & Co., 


Watchmakers (Tel. Hol. 
5, Southampton Row, London, W.C.1. 
ECHNICAL and other detailed drawings and am. 
executed by qualified draughtsmen. All types of 
work accepted.—Box 8081, c/o The Electrical Review. 


AGENCIES 


ANUFACTURERS’ Agents, covering the whole of 
Great Britain and Colonies, are desirous of con’ 

ing manufacturers with a view to sole selling rights (either 

ion or buying), post-war arrangements considered. 


commissi| 
—Box 23, c/o The Electrical Review. 


| 
LANCASHIRE Boiler, 30 ft. by 8 ft. 6 ins. dia. for Nee 
210 lbs. working pressure. 30 ft. by 8 ft. 6 in. dia. PO ; 

All items 
‘ = 

| 
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BUSINESS OPPORTUNITIES 


O Investors.—For sale, outright, Electrical Inventions 
(non-technical) in full production. Firmly_estab- 
lished on oat market pre-war. Specified by War Depart- 
ments, P. and industrial concerns. Principals and 
genuine investors only entertained. Write—Box 2382, 
c/o The Electrical Review. 


MISCELLANEOUS 


BATTERY Chargers Modernised. Your old Charger 

made like new by specialists. Conversion from valve 
to metal rectification. Send for interesting leaflet *‘ Q.D.’ 

= service.—Runbaken Electrical Products, 
4 


Lue Dixon & Co.; and Electradix Radios. New 
dress: 19, Broughton Street, Queenstown Road, 
Battersea, S.W.8. Macaulay 2159. 
Queen’s Road, Battersea (S.R.). 

Wid identity Passes that Embody the Photograph 2 
employee, now being supplied to firms on Government 
contracts. Utility Installations. Forgery proof; Cellu- 
loid Encased; Inexpensive; any size staff; anywhere: dis- 
tance no object. Write for particulars and specimens from 
—Miles & Kaye, Ltd., Pass Specialists, 9, Southampton 
Place, High Holborn, London, W.C.1. Est. over 50 — 


EDUCATIONAL NOTICES 


LATEST A.M.1.E.E. RESULTS 


I the recent Examinations held by the Institution of 

Electrical Engineers 416 Candidates sat who had 
taken B.I.E.T. courses. Of thi 
passing the examinations. We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence tutorial 
organisation, and indicates the very high efficiency of the 
= system of Technical Training which we have laid 


ae B.LE.T. tutorial organisation is waiting to assist 
you either with a short specialised course or complete 
training for a recognised examination. 

We have available a large full-time staff of instructors, 
while the efficiency of our extensive organisation is a 
byword-among engineers. 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of ‘*‘ ENGINEERING OPPOR- 
TUNITIES "’? Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is of very real_value to 
the ambitious engineer. For full details of Electrical 
Courses send 24d. stamp for our enlightening handbook 
and subsequent matter (post free). 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY 


Established 1927—over 140,000 students, 


12, Shakespeare House, 17, 18 & 19, on Place, 
Oxford Street, London, W.1. ones 


HERIOT-WATT COLLEGE, EDINBURGH 
(Affiliated with the University of Edinburgh) 


Full-time Three Years’ Diploma Courses in Mechanical 
Enginering and Electrical Engineering 
Mechanical Engineering—Professor A. R. Horne, O.B.E., 

B.Sc., M.I.Mech.E., 
Electrical ‘Engineering—Professor M. G. Say, Ph.D., M.Sc., 
A.M.1.E.E. 


ENTRANCE Examination for those not otherwise. 
qualified for admission, 22nd and 23rd September. 
Three Scholarships value £35 per annum are offered on 
the results of this Examination. 
Session begins Monday, 5th October. 
Prospectuses sent free on application. 
CAMERON SMAIL, 


incipal. 
2228 
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COMPANY MEETINGS 


THORN ELECTRICAL INDUSTRIES, LIMITED 


Good Progress Made 


[HE annual general meeting of Thorn Electrical Indus- 
tries, Limited, was held on August 24th, in London. 
Mr. Jules Thorn (chairman and managing director) said 

that there had been a considerable increase in their 
business during the year under review and they had made 
good progress in the technical development of_ their 
products, while pursuing a policy of using the ability of 
their whole organisation, technical as well as administra- 
tive, for the needs of the moment. 

On the Atlas lamp side of the business they had had to 
increase their output and were achieving still higher 
production figures in the current year. They had obtained 
large contracts from many of the biggest factories in the 
country, while continuing to develop their business with 
municipalities, railways and similar concerns. Due to the 
established quality of their products they had been com- 
missioned to develop special types of lamps and, thanks 
to the fine work of their technical staffs, satisfactory results 
had been achieved, culminating in important contracts. 

Last year he had told them of a factory for the manu- 
facture of lamp caps which they had set up, and they 
would be glad to hear that that had made good progress. 
It had increased its output and was supplying a first-class 
product not only to their own lamp factories but also to 
a number of other lamp manufacturers. 


FERGUSON RADIO 


On the Ferguson Radio side of the business they had 
had to suspend the production of commercial receivers, 
but the manufacture of other important equipment was 
proceeding satisfactorily. The manufacture of domestic 
electric appliances had had to be curtailed in accordance 
with Government decisions, but whatever plant and 
spy on capacity they had available had all been put 
to the best use. 

They would all know of the changes in Soe 
policy concerning export, and that, in addition to the fact 
that a large number of markets had_ necessarily been 
closed to them, had had its effect on their export business. 
They were, however, still doing a substantial overseas 
trade to countries with which it was still the Government’s 
policy to trade. 

Turning to the balance sheet, they would find that the 
considerable increase in profit was reduced by the very 
heavy reserve for taxation. Amounts written off for 
depreciation were only partly allowable for tax purposes, 
but fell entirely as a charge on their net profits. The 
figures in the balance sheet, however, revealed a very 
strong position, and the total liquid assets of the Group 
amounted to £296,980 as against total liabilities of £92,668, 
including tax reserve and provision for the proposed 
ordinary share dividend. They had increased the transfer 
to general reserve to £20,000, which made their total free 
and unappropriated reserve £108,914. They proposed to 
continue their conservative dividend policy and recom- 
mended a — of 20%, which would leave a carry 
forward of £8,914 

Those results could not have been achieved without the 
whole-hearted co-operation and loyalty of the employees 
of the company, and he would like therefore to express on 
behalf of the directors and the —_. their heartiest 
thank ‘to all the members of the staff. This was not a 
time when one could prophesy whek the future would 
bring. He could see no reason, however, why they should 
not be able to look to the future with some measure of 
confidence. 

The report and accounts were adopted. aie 


ADVERTISEMENT 
COPY AND BLOCKS 


should reach us 15 days preceding 
date of issue addressed to 


ELECTRICAL REVIEW 
Dorset House, Stamford Street 
LONDON, S.E.! 
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Change of Name 


M. W. WOODS LIMITED 
Manufacturing Electrical Engineers 
Colchester, Essex 
announce that on August 17th, 1942 
the name of the Company and 
of its Registered Offices and Works 

were altered to 


WOODS OF 
COLCHESTER 


LIMITED 


Braiswick Works 


Colchester, Essex 


Telephone Number (unchanged) 
Colchester 3911 (5 lines) 


Telegraphic Address (unchanged) 
Propelair,”’ Colchester 


All communications should 
be addressed accordingly 
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ot me Think 


Some day . . . somewhere . . . somebody .con- 
nected with the Electrical, Radio or Electronics 
Industry is going to have a problem on his mind. 
He will be in urgent need of some item of equip- 
ment... he will not know where to go for it 
. .. he may not even know whether it is available 
in this country. To him may we say in advance 
that Claude Lyons, Ltd., have, for many years, been 
supplying a wide range of electrical and radio 
laboratory measuring equipment, electrical devices, 
meters, oscillographs, and oh! a hundred and one 
other items, many of which have been practically 
unobtainable from other sources. ‘They have been 
able to do so because they represent many of the 
foremost specialist manufacturing organizations on 
both sides of the Atlantic. So if, by this theoretical 
date in the future, we have been able to impress 
upon the hard-pressed researchist or works engineer 
that the name Claude Lyons, Ltd., is the “ Open 
Sesame” to electrical and radio equipment of the 
highest quality—well, that will be just one more 


headache prevented. C/ 


* 

Our July Sterling net 
price list gives a précis 
of the184-page“G.R.”’ 
Catalogue “K” in 
handy 8-page form, A 
copy will gladly be 
sent on request. 


ELECTRICAL AND RADIO LABORATORY APPARATUS ETC. 


180 Tottenham Court Road, London, W.1 
And 76 OLDHALL STREET, LIVERPOOL 3, LANCS 


ELectricAL REVIEW 


“SUPREME” 


Tens of thousands of 999 Emergency 
Lanterns are in use in factories and 
Government departments. - Adjustable 
and self-contained. Uses dry battery 
or accumulator. Price 25/- plus P.T., 
without battery. 

Supplied only against priority orders 


L.G. HAWKINS & CO. LTD. 
30/35 DRURY LANE, LONDON, W.C.2 


ASK ABOUT OUR NEW AUTO- 
MATIC FIRE ALARM SYSTEM «a 


CLEAN, PERMANENT 
MARKING 
ON 
BAKELITE, METAL, GLASS, WOOD 
COMPONENT PARTS, Ete. 


LARGE OR SMALL ARTICLES OF ANY SHAPE 
PRINTED BY ONE SIMPLE MACHINE 


Adopted in place of engraving by many 
leading manufacturers 
REJAFIX Ltd. toncox, wi 


Tel. : Welbeck 1979 
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-AGRO BAKELITE BLOCKS- 


THE ALTERNATIVE TO WOOD BLOCKS 
AS SUPPLIED TO THE 


AIR MINISTRY a PATENT No 393110 
PROMPT DEL DELIVERY 


No. 5050 Round type for one 2” 
or 24” 5-ampere switch, 
No. 7070 Round type for one 2” 
centre Ceiling Rose. 
No. 8080 Oblong type for two 
2” or 24” S-ampere switches. 
BROWN BAKELITE 


T.M.C.-HARWELL (SALES) LTD. 


BRITANNIA HOUSE, 233 SHAFTESBURY AVENUE, LONDON, W.C.2 
Telephone : TEMple Bar 0055 (3 lines) Telegrams : “* Arwelidite, Westcent, London ’’ 


ELECTRIC FIRES 


To-day we cannot give you the 
service we would like, but when 
the war is won we hope to have 
the opportunity of satisfying you 


INGRAM, & JOYNER 
Newtown Row Birmingham / 


ILLUSTRATION SHOWS MODEL C.W. REVOLUTION COUNTER FOR 
COIL-WINDING MACHINES, MAXIMUM SPEED 6,000 REVS. PER MIN 


ounters by 


MODEL C.w. 


‘English Machines Lid. 
38 BARRETT’S GROVE - LGQNDON . 


| 
| 
| SEND FOR FULL LIST OF COUNTERS 
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SUPERHEAT 


By superheating your steam you save at least 10% of 
your coal and up to 25% of water. The capital expen- 
diture is not heavy and in the majority of cases can be 
recovered in from twelve to twenty-four months. 
Bolton’s are the pioneers of superheating and will | 
gladly arrange to inspect your plant and submit pro-" 
posals without obligation. 


BOLTON'S SUPERHEATER & PIPE WORKS 
STOCKPORT. won STOCKPORT 3604 
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ifs CONDUIT FITTINGS. 
PRODU CTs Stocked by leading Wholesalers 


dm507 


CONDUIT 


BRASS ADAPTORS 
for 
FLEXIBLE . 
METALLIC TUBE 
These fittings are available 
with or without grub screws. 


The range covers standard 
bores and conduit sizes. 


Those with grub screws can 
be supplied female or male 
Conduit. 


ALL SIZES OF BRASS 
BUSHES, EARTH CLIPS, 


For details ask for List No. 8541/E.R. 


ETROPOLITA 


ELECTRIC SUPPLIES 
Sole Proprietor: D. G. E. BARRIE 


Metway Works, King St., Brighton 


Phone : Brighton4456. Grams : ‘‘ Metway, Phone, Brighton’’ 


}ERACTIONAL HP. 
MOTORS 


| Weare interested in the 
| development and manu- 
| facture of all types of 

high-grade F.H.P. motors, 
| whether in quantities for 
| embodying in manufac- 
| turers’ own products, or 
fas single units. 


ENGINEERING COMPANY LIMITED 


COMMERCE WAY PURLEY WAY CROYDON 
CROYDON 4125-8 Telegrams: SYNCROY,CROYUON 


VACTITE WIRE C° (1919) Lid 


19 QUEEN ANNE’S GATE, WESTMINSTER, S.W.1. Whitehall 2552 


Tel.: ie & 2863 


VICTORY WORKS, KEIGHLEY 


REWINDING 


TRANS- 


SPECIALISTS 


PRICE LIST ON APPLICATION 


RIX, KEIGHLE KEIGHLEY 


COAL = 
| VACTITE 
q 
| CROYDON 
| 
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The ** BRECO ” 


ON-LOAD REGULATING 
TRANSFORMER 


WITH STEPLESS REGULATION 


OUTSTANDING ADVANTAGES 
for Control of 

INDUSTRIAL FURNACES 
LABORATORY FURNACES 
RECTIFIER PLANTS 
TESTING PLANTS 
X-RAY EQUIPMENTS 
LIGHTING SYSTEMS 


BRENTFORD TRANSFORMERS LTD. 
BRECO WORKS, BRENTFORD, MIDDLESEX 


ELECTRIC| 


D.C. MOTOR STARTERS 
STARTER REGULATORS 
SHUNT REGULATORS 
“RIBOHM”’ GRID RESISTANCES 


AUTOMATIC STARTERS AC. & D.C. 

OIL IMMERSED CONTACTOR STARTERS 

ACROSS LINE CONTACTOR STARTERS 

CONTACTOR SWITCHES, PUSHES, ETC. 
(Head Office) 


WILLIAM GEIPEL LTD. ; 156-170 BERMONDSEY STREET 


Telephone : Hop 0594 (3 lines) LONDON, S.E.1 


Made in Four Types: 


“ALL-HARD « FLEXIBLE - DOUBLE EDGE - HIGH SPEED STEEL 


Obtainable raw all Tool Dealers. 


MES NEILL & CO. (Sheffield) LTD., SHEFFIELD, 41. 


H 
j || 
| 
| 
A 
4 
= 
‘a % 
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case with machine-cut 
» gears running in oil. 


Non-reversing “RQ":— 
uni-directional, stops 
every half-revolution 
of the final shaft. Torque 
36.5 inches lbs. at 1 
r.p.m, Final Shaft 
speeds:—1, 0.5, or 
0.22 r.p.m. 


The Reversing "RQ". 


motor :—capacitor in- 
duction type, fitted with 


either the standard 
switch to make one 
half-revolution and 
stop, or with a special 
switch to make one 
revolution in either 
direction and_ stop. 
Torque 60 inches lbs. at 
lr.p.m. May be adap- 
ted to meet individual 
requirements. 


THE DRAYTON REGULATOR & 
INSTRUMENT CO. LTD. DRAYTON 


BRITTAIN’S MOTORS 


(FORMERLY LANGDON-DAVIES 
MOTOR CO.) 


50 YEARS’ 
EXPERIENCE 

manufacturing 
A.C. MOTORS 
1-150 B.H.P. 
EASTDOWN WORKS 


DERMODY ROAD, LONDON, $.E.13 & 
Phone : LEE Green 4911. Tele. : Damophon, Lewis, London” 
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A GOOD SIGN FOR POST-WAR PROSPERITY 


When Victory makes it possible for you to 
replenish the shelves of your “Sectric’’ Clock 
department you will be able to offer an 
important contribution to post-war prosperity 
and reconstruction. For more insistent than 
ever before will be the need, in homes and in 
businesses, for the efficient standard of time- 
keeping which these modern and trouble-free 
clocks will be ready to set up and maintain. 


plug in to ees time 
SMITHS ENGLISH CLOCKS LTD., CRICKLEWOOD WORKS, LONDON, N.W.2 


REGISTERED TRADE MARK 
ONDED pap 
ER INSULAT; 
AND 


STRENGTH IN OF 
BOTH HAVE Ey OULDED REsiny ECHANICAL 
XCELLENT ELECTRICAy 


LIMITED 
LONDON, E. 17 


Telephone. LARkswood 1044 (Pte. Br. Exch) 


Note the tongue which 
ensures perfect and 
permanent contact. Easy 
to fix. Nuts cannot 
turn. All sizes from half to two inches 


THE DONOVAN ELECTRICALCO. LTD. 
BIRMINGHAM 9 
Electrical Manufacturers and Stockholders 
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Regd. Trade Mark 


HIGH GRADE 
ELECTRICAL 
MEASURING 
INSTRUMENTS 


46-range Model 7 
Universal AvoMeter 


The world-wide use of 

“AVO” Instruments is 

Striking testimony to their - 

outstanding versatility, poe are Judged, 
precision and reliability, There is an “ AVO" 
In every sphere of elec- Instrument for very 
trical test work they are essential electrical test. 


Some delay in delivery of Trade Orders is inevitable, 
but we shall continue to do our best to fulfil 
your requirements as promptly as possible. 


Sole Proprietors and Manufacturers : 

AUTOMATIC COIL WINDER & ELECTRICAL 
EQUIPMENT CO., LTD., Winder House, Douglas 
Street, London, S.W.|I. Phone: Victoria 3404-7 
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SWITCHES 


Arrow Electric Switches Ltd. 
HANGER LANE, 


LONDON, W.5 


<p 5364 


H.C. COPPER 
WIRES AND 
STRIP 


“ENAMELLED 
TO B.8.8. 156—1936 


E D 
PAPER LAPPED 
VABHISHED OVERALL 
COTTON COVERED 


Samples and Prices on Application 
MADE BY :— 


F. D. SIMS LTD. 


HAZELHURST WORKS, RAMSBOTTOM, LANCS 
Telegrams: 
“SIMS, RAMSBOTTOM.”" RAMSBO ‘OM 2213/4 


L 


ARLE 


ACCURACY > 
UNIFORMITY 
RELIABILITY 
SERVICE 
sk COMPETITIVE PRICES 


EXPRESS DELIVERIES DAILY IN LONDON AREA 


The VARLEY MAGNET COMPANY 


BLOOMFIELD ROAD 
(6 lines) OOLWICH, S.E.18 
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Index to Advertisers 


The goods made of raw materials in short 

supply owing to war yg are advertised in this 

a c+ not be taken as an indication that 
are necessarily available for export 


Agro Electrical Co. Ltd 

Aland Fan C 

Allen, W. H., Sons & Co. Ltd 

Arrow Electric Switches Co. Ltd 

Automatic Coil Winder & Elecl. Equip. Co. Ltd.. 
Automatic Telephone & Electric Co, Ltd 


Bakelite Ltd 

Baker Platinum Ltd 

Barbour, Wm., & Sons Ltd 

Barries Electrical Agencies 

Belling & Lee Ltd 

B.E.N. Patents Ltd 

Bolton’s Superheaters & Pipe Works Ltd 
‘Brentford Transformers Ltd 

Britannic Electric Cable & a Co. Ltd.. 
British Electric Resistance Co. 

British Electric Transformer Co. Ltd 
British Insulated Cables Ltd 

British N.S.F. Co. Ltd 

British Ropes Ltd. 


British Thomson-Houston Co, Ltd. 


British Wedge Wire Co. Ltd. 
Brittain’s wer Motor Co. 

Brook, J. A., Lt 

Brush Electrical Engineering Co. Ltd 
Burn, Geo., 


Callender’s & Co. Ltd 

Clarke, Chapman & Co. 

Clarke, H., & Co. Fidemohnatacs Ltd 

Connolly’s ’ (Blackley) Ltd 

Crompton Parkinson Ltd...... - 45 & 49 


“Donovan Electrical Co. 


Drake & Gorham Wholesale Ltd 
Drayton Regulator & Instrument Co. Ltd 
Duratube & Wire Ltd 

Edison Swan Electric Co. Ltd. 

Electrical Apparatus Co. Ltd 


Ellison Insulations Ltd.. 
Empire Rubber Co 


Engineering & Lighting Equipment Co. Ltd 

English Numbering Machines Ltd. 

Ensign Lamps Ltd 

Everett Edgcumbe & Co. Ltd. 

Evershed & Vignoles Ltd we 
Geipel, Wm., Ltd a 69 
Generai Electric Co. Ltd.......... & 60 
Gilson, D., & Co. Lt 

Glenfield & Kennedy 

Green, Horace, & Co. Ltd 


Hawkins, L. G., & Co. Ltd..... 
Heathman, J. Ltd 

Heatrae Lid 

Henley’s, W. T., Telegraph Works 
Hick Hargreaves & Co. Ltd.. 
Hopkinsons Ltd 


Igranic Electric Co. Ltd 
Ingram, Kemp & Joyner 


(Continued on page 74) 


—Tower WAGONs 


FOR MOTOR 

VEHICLES AND 

EVERY OTHER 
PURPOSE 


LADDERS OF 

EVERY TYPE 

FOR EVERY 
PURPOSE 


Supplied 
Through- 
out the 
World 


MAKERS 
FOR 
50 YEARS 


J. H. HEATHMAN LT. 
PARSON’S GREEN, LONDON, S.W.6 
Phone: Renown 1071 

“ Heathman, Fulham, London”’ 


Grams : 


COATE 


SAMUEL JONES: COL 


16/17 NEW BRIDGE ST-EC4- centr 6500 
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AXIMUM DISCHARGE CAPACITY 


HOPKINSONS’ 


‘SH YLIF?*’ 
SAFETY VALVE 


gives maximum discharge capacity and 
reduces the number of safety valves 
required on the modern high-duty boiler. 


More than 50 installations operating at 
pressures of 600 Ib. per square inch and 
above are equipped with ‘ Hylif’’ Safety 
Valves. 


Used by most high - pressure Power 
Stations in Great Britain. 


“ HOPKINSONS LIMITED — HUDDERSFIELD 
London: 34 Norfolk Street, Strand, W.C.2 


AS91 / 3549 


BATTERY CHARGERS 


Incorporating Selenium Metal 
Rectification, these chargers 
are available for a very wide 
range of outputs. 


Quotations for rectifiers con- 
structed to meet individual 
requirements will be sent on 
receipt of details. 


The illustration shows the 
Model D.S.C.1. which is 
capable of charging from one 
to ten 6-volt batteries at up 
to 8 amperes. 


Details of this and many 
other standard models are 
contained in our catalogue 
D.E.R.1, ilable on request 


LEICESTER 


| 
= 
| A : 
) 
wie 
PARTRIDGE, WILSON & CO.LTID. - 
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Johnson & Phillips Ltd 
Jones, Samuel, & Co. Ltd 


Lancashire Dynamo & Crypto Ltd 
Liverpool Electric Cable Co. Ltd..... 
London Electric Firm 

London Electrical.Co. (Blackfriars) Ltd. 
-Lyons, Claiide, Ltd 


McKechnie Bros. Ltd 
M.C.L. & Repetition Ltd 
Metalastik Ltd 


Metropolitan Electric Supplies 
Metropolitan-Vickers Electrical Co. Ltd. 
Micanite & Insulators Co. Ltd 

Midland Electric Mfg. Co. Ltd 

Mirrlees Watson Co. Ltd.............. 3 


National Fire Protection Co. Ltd 
Neill, James, Co. (Sheffield) Ltd 
Nelson Engineering Co. Ltd 
Neville’s (Liverpool) Ltd 
Normand Electrical Co. Ltd 


Partridge, Wilson & Co. Ltd 
Permutit Co. Ltd 

Phosphor Bronze Co. Ltd 
Pinchin, Johnson & Co. Ltd 
Premier Electric Heaters Ltd 
Pyrotenax Ltd 


Rejafix Ltd 
Reyrolle, A., & Co. Ltd.. 
Rix, G. A 


Robinson, Lionel, & Co. se 
Ross Courtney & Co. Ltd.. 


Siemens Electric Lamps & Supplies Ltd.. 
Simmonds Aerocessories Ltd 
Sims, F. D., Ltd 

Smith’s English Clocks Ltd 
Standard Telephones & Cables Ltd 
Sternaw td 

Thorn Electrical Industries Ltd 
T.M.C.-Harwell (Sales) Ltd 
Twisteel Reinforcement Ltd. 
Vactite Wire Co. (1919) Ltd.. 
Varley Magnet Co. 

Ltd 


Westminster Engineering Co. Ltd 
Westool Ltd 

Wilcox, Edward, & Co. Ltd 
Woods of Colchester Ltd 
Wright, Bindley & Gell Ltd 


Yorkshire Electric Transformer Co. Ltd 
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4 h.p. motor. Dis- 
etree 24 cu. ft. per 
min. Work ins 

pressure 60 
inflation 
00 Ibs.) 


B-E-N PATENTS HIGH WYCOMBE 
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More is required for protection than merely a 
detachable device to hold the fuse wire in circuit. 
The SLYDLOK Fuse is designed to meet the 
needs of to- of vibration, neglect, 
space, identification and adaptability are all 

answered by the SLYDLOK design. 


U 
E 
S 


VIBRATION PROOF 


EOwaro Whilst producing to 
maximum capacity, 
orders can be dealt 


CO with in rotation. 


Sharston Road, Wythenshawe, MANCHESTER 
‘dmsi3 


,DONT BUY ELECTRIC LAMPS 
USE THE 


UNIVERSAL. LAMP LOCK 


CONTINUALLY SAVES COST OF LAMPS 
MANUFACTURED BY. 
J ABROOK LTD, LORD STREET. HUDDERSFIELD. 


TELEGRAMS 


SOLENOIDS 


WESTOOL YOur LINK, PUTNEY 


ONDON S.W.15 


TELEPHONE 
Putney 
4281-3 
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A PLUS-FOUR 
SAVING 


In Time, Tools, Overheads 
Labour. 


The MACROME treatment affords you four immediate 
and positive savings :— 


IN TIME: A Macrome-treated tool gives so much 
longer effective service that it ensures considerable 
saving of time. Less frequent grindings and setting up 
are necessary and increased speeds and feeds are 
recommended. 


IN-TOOLS: The longer life of a Macrome-treated 
tool means that any manufacturer can effect a saving of 
up to 50% on initial costs. What a saving in valuable 
material as well as in actual money ! 
IN OVERHEADS : When the output of a tool is 
increased from 525 to 2,743 (to quote only one of many 
reports sent to us) the saving in overhead expenses is 
transparently obvious. 
IN LABOUR: To quote another example: “ The 
number of holes drilled by three untreated drills was 
450 as compared with 3,600 by Macrome-treated 
drills.’’ It doesn’t need the help of Euclid to enable 
you to visualise the labour saved—and the bigger your 
factory the bigger the saving! — 
The Macrome treatment surely merits your immediate 
attention ; why not write for details 


MACROME 


LIMITED 
ALCESTER, WARWICKSHIRE 


Phone: Alcester 175 


LONDON e GLASGOW e MANCHESTER e¢ BRISTOL 
LEEDS e BIRMINGHAM 
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For most, this would be the holiday 
season and we think longingly of past 
happy days. Those holidays of yester- 
year meant so much because we had 
worked hard and saved hard for 
months beforehand. Now weare doing 
‘these same difficult things again but 
more strenuously, finding them more 
tiring. Let us keep in view the 
purpose. The vaster the effort, the 
sooner and greater the achievement. 


A Tribute to the Ware. 
Workers of the Nation. 


ELEXCEL LTD. LONDON & LIVERPOOL 
Makers of Gj Electric Cookers 


August 28, 1942 
| 
| 
I. 
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BILLET WORKS BILLET ROAD;WALTHAMSTOW LONDON E [7 


At present our effort 


is devoted entirely to the manufacture 
of small screw machine products. 
We look forward to the time, however, 
when we can give you the same service 
and attention as we have done in the past 


BY. Five sizes from 9” x 3” to 15” x 5” (Blue). 
A.R.P, or BANK SHADE DISPERSIVE SHADES 
BI6. Size 64” x 5}” & 18. Sizes 53”x7}” 

(Green). and 73” x (Green), 
Send for List No. 201241/E.R. 


ELECTRICAL 
4 BARRIE AGENCIES 
Goldstone Crescent, HOVE 4 


LICHFIELD COURT, 
Phone : Preston (Brighton) 4388 


RICHMOND, SURREY.—Richmend 0222 


A POWERFUL, ROBUST, SELB 
SUSTAINING WINCH 


MODERN DEVELOPMENTS IN SYNTHETIC CHEMISTRY 


Duratwinflex 
Durathreeflex 
Duratwinflat “$S~ 
Durathreeflat “$S~ 
Duracables 


and all standard 
sizes In single 
wires and flexes 


as Ourawire 


for Blinds, Aero- 

plane Hangars, Electric 

Lighting Fittings in Halls, 

Hotels, etc., Dampers, Curtains, 
Jaundries, Steamer Lids, Hospitals, 

Signs, Street Lighting, A.R.P., Clothes 
Racks, Railway Station Lighting, Hoses, etc, 


Phone: Uplands 4871/2 


Ionpon Execsric Finy. GoYDON. 


DURATUBE & WIRE, LTD, Teleshone: RATCHETS, PAWLS, SPRINGS 
FAGGS ROAD, FELTHAM, MIDDLESEX. 3332 OR GEAR WHEELS 


Printed in Great Britain at THE CHAPEL RIVER PRESS, Andover, Hants, and published by ELECTRICAL REVIEW, 
LIMITED, at Dorset House, Stamford Street, London, 8.E.1. 
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Registered Trade Mark 


GEARED MOTORS 


TYPE SR 


NORMAND ELECTRICAL COMPANY LTD. 
North St., Clapham Common, London, S.W.4 
Telephone : MACaulay 3211/4 


FIRE cannot harm 
PYROTENAX Cable 


FoR reasons of safety 

and reliability, and 

the ease with which it can 

be installed, Pyrotenax 

Mineral Insulated Cable 

is being specified for an ‘ 

increasing number of tests of 4 without 
Power Station and Sub- tneuletion sitll proverted 
station installations for between ond cond 
the leading Supply and doubled without 
Companies, and diminution of electrical properties. 
Industrial Organisations 

in Great Britain and the 

British Empire. 


In addition to its com- 
plete fireproof properties 
it is also unaffected by 
oil, industrial atmos- 


WITHSTANDS FIRE AND INJURY. 


PYROTENAX LTD., HEBBURN-ON-TYNE 
London Office : 7 Victoria Street, London, S.W.1 


ii 
age 
| 
' 
2 
= 
iy 


August 28, 1942 


HE system is intended for the manual operation 
from a central position of groups of valves, which 
may be of widely varying types and sizes and 
separated by considerable distances. Formerly such 


remote control has required the use of power-driven 
units, which are complicated and uneconomical when 
the operating efforts are within the capacity of manual 
operation. : 


We illustrate (top) the application of the Glenfield-Lockheed system 
to the operation of a 4” Single-Ported «‘ Homeyard” Hydraulic Valve, 
a 6” Sluice Valve and an 8’ Balanced Disc Valve, the Control Panel 
being provided with different types of indicators showing the positions 
of the respective valves. 


We also show in greater detail a manual transmitter and selector- 
valve block for the control of six separate’ valves, from which the 
compact nature of the installation will be observed. 

Please write for full particulars of this new and efficient development. 


[GLENFIELD AND KENNEDY LIMITED KILMARNOCK | 
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